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BILL NO. S-78-06^^ 

4 

SPECIAL ORDINANCE NO. S- / 0^7 ~ 7 ^ 

5 

AN ORDINANCE approving City Utilities 

Purchase Order No. 0004 with V. R. 

6 

Myers Pump for materials for Water 

7 

Maintenance & Service Department, 

‘8 

NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 

9 

OF FORT WAYNE, INDIANA: 

10 

SECTION 1, That City Utilities Purchase Order No, 0004, dated 

11 

May 22, 1978, between the City of Fort Wayne, by and through the City 

12 

Utilities Purchasing Agent and the Board of Public Works and V, R, Myers 

13 

Pump, for valve boxes for the Water Maintenance & Service Department, at 

14 

a cost of $6,640.00, all as more particularly set forth in said Purchase 

15 

Order, which is on file in the Office of the Department of Purchasing 

16 

and is by reference incorporated herein and made a part hereof, be and 

17 

the same is in all things ratified, confirmed and approved. 

.18 

SECTION 2, That this Ordinance shall be in full force and 

19 

effect from and after its passage and approval by thej^ryor. 

20 

21 

v _ ' 

^ ^-V^Counci Iman 

22 


23 


24 


25 


26 


27 


28 


29 


30 


31 


32 


33 


34 

APPROVED AS TO FORM 

35 

WID.LESALITY, 











Read the- first time in full and on motion by 


<3 


, seconded by 


_and duly adopted, read the second time by title and referred to the 

Committee on_ (a nd tho - G - ity - E 3^n-£omm^sion for 


HPOblic Hearingvto be held after dueTeg^dfuiotic-e- T --at__the Council Chambers, 
City-C ounty B nil43n^r7~FoH~Wayne, Indiana, on 
of 


, 19—, at 


DATE: 





Read the third time in full and on motion by 
seconded by_ _ 1 _ _, and duly adopted, placed on its passage. 


PASSED (l&Slsi?) by the following vote: 


TOTAL VOTES 
BURNS 

HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT. V. 

STIER 

TALARICO 

DATE: 


AYES NAYS 

? 

A ' _ 

JL 

_ 

X 

X _ 

X- 

X 

_>U_ _ 

i 


ABSTAINED ABSENT TO-WIT: 



CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(ZONXNG-MAR)^-.CGENERAL>_(ANNEXATION) (SPECIAL) (APPROPRiATlON - )' ORDINANCE 

(RESOUUTTON) No 1 ?£_ on the O? / day of 

; a j > / j ATTEST: (SEAL) 


iZC 




CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 


-A 




day of 


T 


/j 19 jfs 


at the hour of 





M. ,E.S.T. 


Approved and signed by me this 
at the hour of_ jfxroO o 'clock 



MAYOR 




































































































Bill No. 


S-78-06-24 


REPORT OF THE COMMITTEE ON CITY' UTILITIES 

We, your Committee on _ City Utilities to whom was referred an Ordinance 

_ approving City Utilities Purchase Order No. 0004 with V. R. Myers Pump 

_ f or materials for Water Maintenance & Service Department 


have had said Ordinance under consideration and beg leave to report back t^t£e Common 
Council that said Ordinance _ PASS 

PAUL M. BURNS - CHAIRMAN _^ 

JAMES S. STIER - VICE CHAIRMAN 


VIVIAN G. SCHMIDT 


WINFIELD C. MOSES, JR. 


FREDRICK R. HUNTER 



h ^ ^ CONCURRED IN 

CHARi.£j w. wester I 


0ATIL 


' CITY CL a 









































Memorandum 

To H. P. Wehrenberg, Board of Works Dat» May 22, 1978 

p rom Ruth Winget, Purchasing Department _ . . 

Subject Quote #0078, Valve Boxes & Top Sections ____ 


COPIES TO: 

E. A. Stanczak Jr. 
S. L. Miller 


Herewith is (Quote #0078) relating to Purchase Order No. 0004 
which is prepared favoring V. R. Myers Pump & Supply Inc. for Water 
Maintenance & Service Department. 

These are proprietary items because: 

1. They meet with the standards of the City of Fort Wayne. 

2. Other sources of supplies are not interchangeable with 
these items. 

3. Charlotte Foundry will not sell direct and we must purchase 
from local vendor. 

Attached are the following documents in support of the recommenda¬ 
tion for acceptance of V. R. Myers Pump & Supply Inc. quote. 

1. V. R. Myers Pump & Supply Inc. quote. 

2. Purchase Order No. 0004. 

It is urged that in referring this quote to the City Council 
for enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number is 
given to V. R. Myers Pump & Supply Inc. until evidence of Council 
approval is furnished to the Purchasing Department. 


Approved 




R. F. Bugfo 


R/ A. Winget Q 











CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

Ona Main Street 
Fort Wayne, Indiana 46802 


Date May 22, 1978 __. Request for Quotation No . '0078 

To be considered your quotation must be received by 22nd M. May _197 8 

To: V. R. Myers Pump 

3427 North Clinton Street 
Fort Wayne, Indiana 46805 
Attn: John Roser 


aantity 

Unit 


Unit 

Price 

Trade 

Disc. Extension 

100 

each 

Complete Charlotte Three‘Piece Valve Boxes 

Size Dw/Lids Marked "Water", Fig. L-271, 

Screw Type 


yut 

( 


50 

each 

#55 Charlotte Valve Box Top Section, 16" Length, 
Top & Cover, Size A, Fig. L-271, Screw Type 

20-2? 

i 

/o/S~ 






i, 



Mark Quotation Envelope, *•* ' 

"Quote No. 0078 Due Date ' /0 " 





FoI Iowino Must Be Comp Iete 


eras: J? X , X* ? &> 

.O.B. - Indicate Which of FoI lowIng (Check) 
Destination: _ ■ 

Shipping Point 
Freight Ailowed: _ 

Shipping Point: ^ 
lipping Schedule: £-'3' 

• ipping Weight: - /&, 


Signed: V & /tyy/r/Z* /%&& 

Date: - 3&SS/ZZ. CU, 



































©BUY ®1F F®DBT TOOTE 

CITY UTILITIES 

DEPARTMENT OF PURCHASFS 
CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

r 

V. R. Myers Pump 

3427 North Clfnton Street 

Fort Wayne, Indiana 46805 

|_ Attn: John Roser 


This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

nsT r May 22. 1978 _ 


Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


mail all invokes, t to _ 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
- CERTIFICATION AS -REQUIRED BY 
INDIANA STATE.BOARD OF ACCOUNTS 


Complete Charlotte Three Piece Valve Boxes 
Size D w/Lids Marked "Water", Fig. L— 271 , 
Screw Type 


#55 Charlotte Valve Box Top Section, 16" Length, 
Top & Cover, Size A, Fig. L-271, Screw Type 


2% 10 Prox. Net : 
F.O.B. -S/P 
Per Quote #0078 
Ship: 2-3 weeks 


SUBJECT TO COUNCILMAN 1C APPROVAL 

RW/pl #4960■ 


Send all Invj 

4th FI 


Fort 
Show P. 
and Invoic 


ATTENTION 


ccs to q; 
o;, City- 
i E. Mai 
ayne, InAl 
Number 


56.25/ea 


$5,625. DO 


1,015. DO 


$6,640. 


DO 


eneral Accounting 
ur.ty Bl 
t St. 
iana 468 
on Packin, 


32 

g Slip 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN - 


























































TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. 0004 - V. R. MYERS PUMP 


DEPARTMENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 0004 
FOR THE WATER MAINTENANCE & SERVICE DEPT., $6.640.00 


, V. R. MYERS PUMP, FOR VALVE BOXES 


(MEMORANDUM & PURCHASE ORDER ATTACHED) 




(SEE MEMORANDUM FOR EXPLANATION OF WHY PURCHASE MADE FROM V. R. MYERS PUMP). 



EFFECT OF PASSAGE ACQUISITION OF VALVE BOXES FOR USE IN WATER MAINTENANCE SERVICE 


EFFECT OF NON-PASSAGE INTERRUPTION OF WATER MAINTENANCE OPERATIONS 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $6,640.00 FROM WATER UTILITY 


ASSIGNED,TO COMMITTEE 


































